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A SHOT IN THE DARK 


CAST 


(in order of appearance) 


PPOUEL VIO NG schininiedsossinstascninsiadcslanainntissiedsaiaiviindiomatasisnins Owen Thompson* 
MOTCSIAD icc cnascerincsememnmnennsermumamolestaa Caleb J. Sekeres 
DEACHIG sconacnaxinnicnacenin anuivionaneastcaavapnetnastwrivesininsbucienbeninmenan John Joseph 
AUUOIMENS SEVIS si ssnesssicscanasanreararrzenceeeennnnes Jeanne Elise Newman 
POSS Te LGA) wieivcercitinevasenaraensiennnarasenas Jenn Thompson* 
RSE i -sseespbensibwan amine cite ecpa ate Gini eiet Lee J. Kahrs* 
DOMINIQUE BeAUIOVOES a.vccxcssenincucmedanivnmmsdecesias Jan Neuberger* 
PON JAI BOAT VETS coecisnssnsieotanvaasintnenenatdnninaniennciadnvsnes Bill Tatum* 


Understudies: For Ms. Thompson - Lisa Buccheri 
For Mr.Thompson and Mr. Sekeres - Jason Brophy 
For Mr. Tatum and Mr. Joseph - Gershon Levy 
For Ms. Neuberger - Felicia Soho 
For Ms. Newman - Bibi Kemper 
For Ms. Kahrs - Amy Ehrenberg 


*Member of Actors’ Equity Association 


ACT I 
A November afternoon in 1960 


Intermission 


ACT II 
Morning, two days later 


Intermission 


ACT II 
Late afternoon, the same day 


The chamber of an examining magistrate in Paris. 
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